
12 Point Top Sphere. 

Step down of Christed 
Mind from Sun. Planetary 
Star Gate 12 connected 
to Solar Star Gates 
12, 9, 6 & 3 - center 
of sun. 


Vertical Pillar = 

Equator of Sun 12, 9, 6, 3 
& Equator of Planet 
12, 9, 6, 3. 


The distance we see between 
the planet & the sun and between 
the other planets is an illusion based 
on our level of energy and the level 
of energy of what we are looking at. 


12 Point Zero Lock Sphere 

Polarized Base Electrical 
Right Side of Human Body. 


4 Electrical Spheres 

What we see as "solid earth" is the electrical 
field of earth plane 1 or Planetary Frequency 
Band 2. We do not "see" the other 3 electrical 
fields as solid but we call them the "layers of 
the atmosphere". Planetary Frequency 
Bands 5, 8 & 11. 


Vertical Pillar Band 2. We do not see 

Planetary Star fields as solid but we call 

Gates 9, 6 & 3 the atmosphere". Planet 

"Center Point" is Bands 5, 8 & 11. 

center of Equator. 

We see them expand as if between the layers of 
the atmosphere which science calls "pauses". 
Center Point of "EYE" = flash off and flash on 
point of hologram. We have many eyes! 
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illustration not true to scale. 












